NOTE : A 24" DIA. ACCESS OPENING IS ALWAYS CENTERED ON A RIB. 



24" DIA ACCESS OPEN I NG 24" DIA ACCESS OPEN I NG 

WITH I NTERNAL FLANGE 

NOTE : A 30" DIA. ACCESS OPENING IS ALWAYS CENTERED ON A FLAT . 





